Enitrir  ftmgiwit  %llmm. 


PRESIDENT: 
Sir  Walter  C.  Trevkj.yax,  Bart. 


Kt.  Hon.  Lord  Brougham. 
Sir  William  a  Beckett. 
Sir  Wilfrid  Lawson,  Bart. 
Sir  John  8.  Forbes,  Bart. 
Sir  G.  Brooke  Pechell,  Bart. 


Sir  John  H.  Lethbridge,  Bart 


VICE-PRESIDENTS: 

Sir  Robert  Brisco,  Bart. 
The  Very  Rev.  Dean  Close. 
Benjamin  Whitworth,  Esq.,  M.P. 
John  Pease,  Esq. 
Wilfrid  Lawson,  Esq. 
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